MINUTES OF THE FEBRUARY 10, 2014 
ARLINGTON BOARD OF ASSESSORS’ MEETING 


The meeting commenced at 5:30 p.m. James F. Doherty, Mary Winstanley O’Connor 
and Keven Feeley were present. 

Also present was the newly hired data collector, Philip Canniff. The Board reviewed 
with Mr. Canniff his job duties and responsibilities and discussed his use of time in the office 
and at onsite visits. 

A motion was made by Mr. Doherty to approve the minutes from the January 27, 2014 
meeting. The motion was seconded and the minutes were approved. 

The approval of the January 27, 2014 executive session minutes were tabled due to the 
need for corrections. 
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